From: 

Fausett, Gary (DPH) 

Sent: 

Friday, November 05,20101:02 PM 

To: 

Teresa Beamer 

Cc: 

Nassif, Julianne (DPH); Piro, Peter (DPH) 

Subject: 

Drug proficiencies 

Importance: 

High 

Teresa-— 



Here’s the info: The phone # is 571.434.1925 and the contact is Rachel. She may even answer the phone after you press “0”. If there are any problems or questions, PLEASE give me a call. We have a DEA license, doni worry. Like I said, 
we missed a deadline and today is our only chance. 

Thanks. 

-Gary 

Collaborative Testing Services 

Contact Us 


Msiling Address: 

Collaborative Testing Services, Inc. 

P.O. Box 650820 
Sterling. VA 20165-0820 

Street Address for shipments & courier deliveries: 
21331 Gentry Drive 
Sterling, VA 20166 

Tel 1-571-434-1925 
Fax 1-571-434-1937 

Or Toll Free Fax (U.S. only): 1-866-fax-2cts 


Paper & Paperboard 

.com 

Plastics 

pl3stlGs^t3-iht%rlab.ciQ(m 
Fasteners and Metals 
metals^cts-i titer1ab.com 
Rubber 

ru a:b. com 

Wine 

WEn&iiets-i 
Agriculture (ALP) 
atp^cts-int&fiab.com 


Please send e-mail inquiries to the appropriate address indicated below: 


General inquiries may be directed to 

To reach Subscriber Services 

nterlab .com 

Forensics 

for ef(sicsi^&ts>i nterlab.com 
Color & Appearance 
coiof^cts-inferli:b.£{siii 
Containerboard 

contain&rboafdi^^^ctK^niterEab.com 


Gary Fausett 

Business Manager, Molecular Diagnostics A^irology 
State Laboratory Institute, Rm. 208 
305 South Street 
Jamaica Plain, MA 02130 


Tel: 617.983.6362 
Fax: 617.983.6240 
Email: < 
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